AMENDMENT NO. 1 JANUARY 2017 
TO 
IS 5182 (PART 6) : 2006 METHOD FOR MEASUREMENT 
OF AIR POLLUTION 


PART 6 OXIDES OF NITROGEN 
(First Revision) 


[Page 4, clause 11.3, (Va) and (V,)] — Substitute the following for the 
existing 


'V,= volume of air sample, m?; 


V = aliquot taken for analysis, ml' 
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Publication Unit, BIS, New Delhi, India 


